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The  authors  regret  that  some  errors  occurred  during  the  editing  process  of  the  original  pre-print  of  the  above-mentioned  article. 

An  EDX  spectrum  of  “point  1”  in  Fig.  4  should  have  been  published  as  in  the  revised  version  of  the  figure  below. 

In  addition,  in  page  3,  line  211,  “TG-DTA2010”  should  be  replaced  to  “TG-DTA2000”  and,  in  page  6,  line  361,  Co32+  should  be 
replaced  to  C032-. 
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